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After discussions with Bob Linn, 
Harry Earr and nembers of Risk Hanagenent , 
attached is the resoor.se to New York Times 
reporter Dylan Landis on Monday, December 20. 

She bod inquired whether the 
Port Authority has a program for the removal 
oi asbestos present in the Vorld Trade Center 
and uhat costs are involved in the measures. 
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Ms. Landis expects the article to 
appear in the 'business section within the. next 
two weeks. It will begin or. a positive note, 
with a description of companies like the Port 
Authority which have tat'. en action to deal with 
the substance in their buildings. Following 
this will be the bulk of the article: those 
companies which have done Che minical or 
nothing at all in this situation. 
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Asbestos reaoval prog: iC cne ^TC 

Response Co New York Tines inquiry: Dylan La-ndis, reporter Tel. 556-1 

The World Trade Center contains a oinical a=our.t of asbestos, 
confined p redozinantly to locations above che ceilings of the first 38 
floors of One World Trade Center, the north toweL 

The substance has been sealed by overspraying so as to have 
no effect on tenanti, Port Authority employees or visitors. 

Prior co 1S70, the Port Authority followed the prevailing 
standards in'the construction industry for the instillation of fire- 
proofing materials which contained asbestos. When concern arose over 
the possible health hazards which cay be associated with asbestos, the 
agency voluntarily and promptly took the following measures: 

o Structural surfaces containing the asbestos fire- proofing 
'■■ere encapsulated by overspraying with another cheiical substance to 
provide a seal or barrier. The seal was colored with a dye to identify 
the areas that were covered. This federally- approved procedure negated 
the need to remove the asbestos. The cost involved in this contract 
was S310.500.00. 

o In 1S70 the Port Authority adopted a policy of using a non- 
asbestos type of. fire-proofing, called spray-on fi re- proof ing (which 
is -more expensive than the original method.) 

o The Port Authority's Risk r'.ar.aE ezient Division periodically 
oonitors the air in the areas where the asbestos has been sealed, 
talcing a fiber count in these locations to assure the effectiveness 
d the sealant chemical. Test results have shown the World Trade 
- t: to be i ■ e 1 1 i.-i * hi r. :"ne standards se~ ry OSHA. 



